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XXXVIII. On the Ufe of an Amalgam of Zinc y for the 
Purpofe of eleSirical Excitation, &c. By Bryant Hig- 
gins, M. D. in a Letter to Richard Brocklefby, M. IX 

JT • I\.m O. 



TO DH. BROCKLESBY. 



r\ v \ rt c t i» Greek Street, Soho, 

DJJ.AK blK, MayS, 1778. 

Read July 4, TT> Y divers experiments lately made by 

•*~^ myfelf, and repeated by others, I find 
that, agreeable to the fuggeftion made in my laft courfe 
of chemiftry, the amalgam of zinc, which contains four 
times more quickfilver than zinc, is much better for 
electrical excitation than the tin amalgam of the inge- 
nious Mr. canton, when ufed in the fame circum- 
fiances. 

I alfo find, that electrical cylinders are eafily and ef- 
fectually cleanfed by applying to them a piece of the 
dry fkin of the dog-fifh whilft the cylinders are turned 
3 round ; 
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round; and that in this method of cleanfing the glafs 
cylinders, we avoid the inconvenience of removing the 
cufhion, and the danger of fcratching the glafs, to both 
which we are expofed in the uffe of whiting and other 
cleanfing powders. 

I am, &c. 




